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Office  Board  of  Fire  Commissioners, 

Baltimore,  January  1,  1880. 

To  the  Honorable  the  Mayor 

and  City  Council  of  Baltimore. 

Gentlemen  : 

The  undersigned,  the  Board  of  Fire  Commissioners  of 
the  City  of  Baltimore,  respectfully  submit  for  your 
honorable  consideration,  the  twenty-first  annual  Report 
of  the  Fire  Department  for  the  year  ending  December 
31,  1879. 

During  the  year  there  were  153  alarms  of  fire,  and 
1 47  silent  fires,  for  which  no  alarms  were  sounded,  with 
a  total  loss  of  $192,654.51.  Whilst  the  number  of  actual 
fires  were  less,  and  the  losses  a  little  more  than  the  pre- 
ceding year,  yet  the  localities  where  the  fires  originated 
were  principally  in  the  business  portions  of  the  city, 
and  the  liability  to  damage  consequently  greater.  The 
Board  desires  to  say  in  this  connection,  that  had  any 
serious  conflagration  occurred,  the  experience  of  the 
past  year  has  proven  that  the  expense  of  the  depart- 
ment would  have  been  greater  than  the  amount  appro- 
priated for  its  maintenance  by  the  City  Council,  and,  it 
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was  only  by  the  strictest  and  most  rigid  economy  that 
the  Board  was  enabled  to  keep  within  the  amount  ap- 
propriated. 

The  sum  of  $156,000  was  appropriated  for  the  ex- 
penses of  the  department  for  the  year  ending  December 
31,  1879,  and  the  amount  drawn  was  floo, 993. 66.  In 
April  last  the  ordinance,  giving  the  authority  to  the 
Inspector  of  Public  Buildings  for  tlie  repairs  of  the 
engine-houses,  was  revoked  and  the  authority  vested  in 
the  Board  of  ,Fire  Commissioners.  The  amount  of 
money  appropriated  for  these  repairs  was  §7,000,  and 
there  was  expended  by  the  Inspector,  prior  to  the  time 
of  its  being  turned  over  to  the  Board,  the  sum  of 
$1,365.73,  leaving  a  balance  of  $5,634.27.  This  amount 
has  been  all  expended.  This  money  has  been  judicious- 
ly used  in  making  repairs  and  improvements  to  the 
houses,  which  were  actually  necessary.  Engine  House 
No.  1,  Paca  street,  which  has  heretofore  been  much 
cramped  for  stable  room  and  a  proj^er  space  to  store  the 
feed  needed  by  the  company,  has  had  a  new  stable  built 
in  the  rear,  extending  out  to  Diamond  street.  The  horse 
stalls  have  been  turned,  to  front  to  the  apparatus, 
thereby  making  a  considerable  difference  in  the  time 
of  getting  out  in  response  to  alarms  of  fire.  The  en- 
gine-room has  also  been  refitted  in  a  substantial  man- 
ner. This  improvement,  we  consider,  is  one  of  the  best 
which  has  been  made  in  the  houses  of  the  department 
for  a  long  time. 

Ko.  12  Engine  House  has  also  been  greatly  improved. 
The  stalls  in  this  house  have  also  been  turned  to  front  to 
the  apparatus.  The  cellar  has  also  been  enlarged,  an(J  sqv- 
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eral  other  improvements  made.  For  a  detailed  report 
of  the  repairs  and  improvements  to  the  houses,  we  re- 
spectfully refer  yon  to  the  Report  of  the  Chief  Ei- 
gineer. 

The  apparatus  of  the  department  is  now  in  good  coi  - 
dition,  the  most  of  it  having  been  in  service  a  long 
time,  consequently  the  liability  to  damage  is  increas- 
ing each  year.  To  maintain  its  present  effectiveness,  a 
liberal  allowance  for  repairs  will  be  necessary.  Durii  g 
the  past  year,  two  of  the  engines  have  been  rebuilt,  and 
two  new  hose  carriages  added  to  the  department  to  re  - 
place  worn-out  carriages. 

The  accompanying  Report  of  the  Chief  Enginec  r 
contains  full  information  as  to  the  condition  of  the 
apparatus,  hose  and  horses,  the  work  that  has  been  dor  e 
i:i  the  several  houses,  also  the  record  of  fires,  to  all  of 
w^hich  you  are  respectfully  referred.  You  are  also  re  - 
f erred  to  the  accompanying  Report  of  the  Superintenc'- 
ent  of  Police  and  Fire  Alarm  Telegraph. 

The  necessity  for  increasing  the  number  of  house- 
men in  each  of  the  several  houses  of  the  department 
his  long  been  felt.  The  number  of  men  on  regular 
duty  in  each  engine-house  at  present  is  three,  and  in 
e  ich  hook  and  ladder  house  two.  There  are  nine  hours 
in  the  day  in  the  engine-house  when  there  is  only  two 
men  on  duty,  and  there  are  six  hours  in  the  hook  and 
ladder  houses  when  there  is  only  one  man  on  duty, 
these  being  the  hours  allotted  for  meals.  During  these 
hours  there  frequently  occurs  alarms  of  fire  when  the 
apparatus  is  greatly  delayed  in  rerponding  for  want  of 
an  additional  man.     This  we  consider  a  matter  of  great 
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importance,  and  in  view  of  tins  fact,  tlie  Board  respect- 
fully recommends  the  passage  of  an  ordinance,  decreas- 
ing the  number  of  men  in  each  engine  company  from 
eight  to  seven,  and  decreasing  the  number  of  men  in 
each  hook  and  ladder  company  from  ten  to  nine,  and 
creating  an  additional  houseman  for  each  company. 
This  arrangement  will  not  increase  the  number  of  men 
in  the  department,  but  will  add  greatly  to  its  efficiency. 

The  Board  again  desires  to  reiterate  the  request  for 
the  increase  of  the  number  of  hook  and  ladder  compa- 
nies in  the  city  of  Baltimore.  In  the  two  previous 
reports  to  the  City  Council,  the  Board  recommended 
the  locating  of  a  hook  and  ladder  company  in  the 
northwestern  section,  near  the  intersection  of  Pennsyl- 
vania avenue  and  Biddle  street,  and  the  removal  of 
No.  2  Hook  and  Ladder  Company  to  a  locality  in  the 
neighborhood  of  Camden  and  Howard  streets.  By  the 
removal  of  this  truck  to  the  southern  section  of  the 
city,  it  will  be  made  much  more  effective  in  cases  of 
fire  in  this  locality,  where  are  located  our  heaviest 
mercantile,  shipping  and  manufacturing  interests.  A 
company  located  in  the  northwestern  section  as  pro- 
posed, will  not  only  cover  that  locality,  but  will  render 
valuable  assistance  in  and  contiguous  to  the  neighbor- 
hood where  it  is  proposed  to  locate  it. 

That  portion  of  the  city  in  the  neighborhood  of 
Union  depot,  on  north  Charles  street,  has  grown  to  such 
a  considerable  extent  in  the  past  four  or  five  years,  and 
the  liability  to  damage  from  fire  so  much  greater  that 
better  protection  in  this  respect  is  actually  necessary. 
The  companies  which  protect  this  locality  at  present, 
Jxave  a  lon^  distangQ  to  travel,  au4  also  heavy  grades  tp 
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pass  in  reaching  it,  and  the  Board  is  of  the  opinion 
that  steps  should  be  taken  at  once  to  remedy  the 
matter.  It  is,  therefore,  proposed,  with  the  consent  of 
your  Honorable  Body,  to  transfer  No.  8  Engine  Com- 
pany from  its  present  location,  Mulberry  street,  near 
Schroeder,  to  some  point  in  the  northern  section,  con- 
tiguous to  the  location  above  referred  to,  where  it  will 
not  only  render  good  service,  but  will  also  be  enabled 
to  reach  the  centre  of  the  city  quickly  in  case  their 
services  should  be  called  for.  This  is  an  urgent  re- 
quirement for  the  protection  of  life  and  property  in 
these  sections  where  the  houses  and  population  have 
not  only  increased  more  than  fifty  per  cent,  in  the  past 
few  years,  but  are  still  steadily  increasing.  This  fact  has 
been  so  apparent  for  some  time  past,  and  the  necessity 
for  this  increase  in  the  apparatus  of  the  department  so 
apparent,  that  our  predecessors  in  office  have  from  time 
to  time  called  the  attention  of  the  Honorable  the  Mayor 
and  City  Council  to  it.  We  beg  respectfully  to  repeat 
this  suggestion  and  again  urge  the  necessity  for  these 
changes  and  additions  to  the  department. 

The  law  to  compel  the  managers  of  public  places, 
such  as  theatres,  churches,  halls,  <S:c.,  where  large 
crowds  of  people  congregate,  to  keep  the  aisles  free 
from  stools,  c^^c,  in  order  to  afford  more  perfect  means 
of  egress  in  case  of  fire  or  panic,  is  a  wise  one.  Recent 
exijerience  has  proven  that  most  of  the  accidents  at 
public  resorts  in  cases  of  fire  and  panic,  have  resulted 
from  the  blocking  up  of  the  passages  referred  to.  A 
slight  disturbance  in  a  crowded  assemblage  will  often 
9ause  alarm,  which,  if  it  shQuld  terminate  in  a  panic, 
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considerable  damage  to  life  and  limb  would  perhaps  be 
tlie  result.  This  law  should  be  carried  out  to  its  fullest 
extent,  and  we,  therefore,  beg  to  reccommend  its  most 
rigid  enforcement,  and  the  authority  given  to  this  de- 
partment to  have  it  properly  enforced. 

We  respectfully  recommend  the  passage  of  an  ordi- 
nance for  the  better  protection  of  life,  by  requiring  the 
owners  of  all  public  buildings  and  manufactories  to 
provide  proper  means  of  escape  in  case  of  a  fire.  This 
ordinance  should  be  very  clear  on  this  subjeect,  and 
should  define  what,  by  its  provisions,  is  intended  to  be 
carried  out ;  and  it  should  also  be  the  duty  of  some  one 
to  see  that  it  is  obeyed.  It  should  be  stated  therein,  that 
proper  fire  escapes  should  be  placed  on  large  factories 
for  the  use  of  the  employees  in  cases  of  emergency. 
In  the  majority  of  our  principal  cities  this  subject  has 
been  agitated  to  a  considerable  extent  within  the  paet 
two  or  three  years,  experience  having  made  it  neces- 
sary that  such  a  law  should  be  passed  and  enforced. 
When  we  take  into  consideration  the  number  of 
persons  employed  in  these  large  factories,  proper 
escape  from  the  same  is  deemed  a  serious  subject  for 
consideration.  In  a  great  many  of  them  there  are 
quite  a  number  of  young  people  employed,  which 
makes  it  necessary  that  proper  means  should  be  pro- 
vided for  their  safety  under  the  circumstances  above 
referred  to.  This  same  law  would  also  apply  to  places 
of  public  assemblages. 

The  Board  has  been  impressed  during  the  past  two 
years  with  the  necessity  of  strengthening  the  depart- 
ment by  the  addition  of  two  chemical  engine  compa- 
nies, to  be  located  somewhere  contiguous  to  the  central 
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portion  of  the  city ;  tlie  cost  of  these  engines  is  com- 
paratively small  when  we  take  into  consideration  the 
vast  amount  of  saving  effected  by  tlieir  use.  They  can 
be  easily  handled  witli  a  small  force,  and  can  be  gotten 
into  service  rapidly  in  the  incipient  stages  of  a  fire ;  and 
wlien  we  also  take  into  consideration  the  very  valuable 
contents  of  the  warehouses  in  the  central  business  j^or- 
tion  of  the  city,  the  saving  from  damage  by  water  is  to 
great  as  to  make  it  apparent  to  all  those  who  are 
familiar  with  the  workings  of  fire  departments.  We 
have  already  in  service  twelve  chemical  fire  extin- 
guishers, which  are  carried  on  the  apparatus  of  the 
three  hook  and  ladder  companies,  and  the  carriages  of 
Nos.  8,  9  and  13  Engine  Companies,  and  handled  by  the 
members  of  the  same.  They  have  been  used  with 
good  effect  in  a  great  many  instances  during  the  year, 
and  have  proven  themselves  one  of  the  most  useful 
and  valuable  appliances  for  the  extinguishment  of  fires 
adopted  by  this  department. 

The  Board  desires  to  again  call  your  attention  to  the 
urgent  necessity  for  the  passage  of  a  law  compelling 
the  owners  or  managers  of  all  theatres,  public  halls, 
hotels  and  hosjjitals  to  have  fire  alarm  boxes  placed 
therein,  to  enable  the  department  to  resjiond  more 
promptly  thereto  in  cases  of  fire. 

AVe  submit  herewith  a  list  of  tables  showing  the  ex- 
penses of  the  fire  department  in  detail,  for  the  year 
ending  December  31st,  1879.  Also  an  estimate  of  the 
amount  which  will  be  necessary  for  the  next  fiscal 
year.  The  Board,  in  explanation  of  the  increased  ap- 
propriation asked  for  the  year  1880,  would  state,  that 
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the  cost  of  materials  of  all  kinds  used  by  the  depart- 
ment has  greatly  increased  since  our  last  annual  report, 
and  it  will  require  the  exercise  of  the  most  rigid 
economy,  with  the  amount  asked  for,  to  maintain  the 
present  effectiveness  of  the  department. 

Respectfully  submitted, 

SAMUEL  W.  REGESTER,  President 

FERDINAND  C  LATROBE,  Ex-Officio. 

THOMAS  W.  CAMPBELL, 

CHAS.  B.  SLINGLUFF, 

JAMES  E.  TROTT, 

SAMUEL  HANNAH, 

J.  F.  MORRISON, 

Board  of  Fire  Commi  doners. 
GEO.  A.  CAMPBELL,  Secretary. 


TABLES. 
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TABLE  A. 

Appropriation  and  Eeceipts  for  the  year  ending  October 
Z\st,   1879. 

Amount  appropriated  by  the  City  Council 

for  Fire  Department  for  year  1879 $156,000  00 

Amount  turned  over  to  Fire  Department 
account  from  Inspector  of  Buildings' 
Department,  as  per  Ordinance  No.  29 5,634  27 

$161,634  27 
Amount  drawn  from  City  Register 161,627  90 

Undrawn $6  37 
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TABLE  B. 
Receipts  from  all  Sources. 

Stock  in  store-room  December 

31st,  1878      $874  64 

Received  from  City  Register, 

1879 161,627  90 

Received  from  fines ...  218  00 

''      uniforms 163  71 

''             ''      sale  of  manure.  201  15 
''    horses...  270  CO 
"    old   ma- 
terial   410  26 

Received  from  insurance  acci- 
dent policy 312  50 

Receipts  from  all  sources    ....  $164,078  16 

Expenditures $162,276  95 

Amount    paid    City    Register 

for  old  material,  &c.,  sold...  1,263  12 

$163,540  07 

To  balance — Store-room,  stock, 

December  31st,  1879 538  09 

$164,078  16 


TABLE  C. 

Expenditures  for  the  year  ending  December  2tlst,  18^9. 

Salaries 81 UK-"^*-'"^   ^^ 

Apparatus , 3,017  09 

Apparatus  repairs 7,865  70 

Accident 1,165  88 

Feed 6,044  62 

Fuel 1,178  64 

Furniture 750  40 

Harness  and  repairs 897  39 

Horse-shoeing 1,404  99 

Hose 2,033  55 

Horses 3,124  86 

Ground  rent 1,047  24 

Gaslight 854  25 

Oils,  grease,  paint,  &c 1,249  07 

Office  expenses,  (including  pay  of  messen- 
ger)   468  33 

Washing 1,243  62 

Police  and  Fire  Alarm  Telegraph 9,753  18 

Insurance  premium  on  lives  of  members...  2,250  00 

Miscellaneous  1,152  25 

Uniforms 198  39 

Medicines 32  50 

House  repairs 5,634  27 

Insurance,  indemnity  for  acci dents 312  50 

$162,276  95 


TABLE  D. 

Company  expenses  for  the  ijear  ending  December  Zlst^  1879. 


Engine  Company  Xo.    1  §11,071  79 

"                   "          2 8,437  84 

"                   "          3 9,369  78 

"                   "          4 9,980  89 

"                   "          5 8,504  59 

"                   "          6 8,388  26 

"                   "          7 9,120  65 

"                   "          8 8,515  29 

.      "                   "          9  8,214  28 

"                   "        10 8,628  55 

11  7,965  93 

12  10,444  07 

"                   ''         13 9,066  88 

Hook  and  Ladder  Company  Xo.  1  8,858  59 

''                 "       2  8,004  69 

''       3  6,895  52 

Reserve  apparatus 706  12 

Office  expenses 468  33 

Miscellaneous 1,152  25 

Police    and    Fire   Alarm    Tele- 
graph   9,753  18 

Uniforms 198  39 

Insurance  indemnity 312  50 

Officers'   salaries,  repairs,  shoe- 
ing, &c 8,218  58 


§142,173  72 


20,103  23 
$162,276  95 


TABLE  E. 

Estimate  of  Expenses  for  the  year  ending  December  Zlst,  1880. 

Salaries $110,600  00 

Apparatus 

Apparatus  repairs 

Accident  

Eeed 

Fuel 

Furniture 

Harness  and  repairs 

Horse-slioeing  

Hose 

Horses    

Ground  rent  

Gaslight  

Oils,  grease,  paint,  cl'C 

Office  expenses,  (including  pay  of  messen- 
ger)  

AVasliing 

Police  and  Fire  Alarm  Telegrapli  

Insurance  premium  on  lives  of  members... 

Miscellaneous  

Medicines 

House  repairs 


6,876 

00 

12,259 

00 

1,200 

00 

7,500 

CO 

1,500 

00 

810 

50 

900 

00 

1,405 

00 

2,000 

00 

3,500 

00 

1,200  00 

1,000 

00 

1,250 

00 

500 

00 

1,300 

00 

12,508 

50 

2,250 

00 

1,200 

00 

100 

00 

10,000  00 

§179,859 

00 

:r:e21p  o:rt 
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Office  Chief  Engineer,  B.  C.  F.  D., 

Baltimore,  January  2,  1880. 

Samuel  W.  Eerj ester,  Esq., 

President  Board  of  Fire  Commissioners, 

Dear  Sir  : 

I  here wi til  present  to  your  honorable  body  the 
twenty-first  annual  Yeport  of  the  department  for  the 
year  ending  December  31,  1879,  showing  the  condition 
of  the  apparatus  and  horses,  quantity  and  condition  of 
the  hose,  the  number  of  fires  and  accidents  to  members, 
and  other  matters  pertaining  to  the  department. 

The  effective  force  of  the  department  consists  of  one 
hundred  and  ninety-eight  men,  classified  as  follows  : 

One  Chief  Engineer, 

Two  Assistant  Engineers, 

Thirteen  Foremen  of  Engine  Companies, 

Three  Foremen  of  Hook  and  Ladder  Companies, 

Thirteen  Enginemen, 

Thirteen  Assistant  Enginemen, 

Sixteen  Hostlers, 
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Three  Tillermen, 

One  hundred  and  four  Firemen, 

Thirty  Laddermen. 

They  are  divided  into  sixteen  companies — thirteen  of 
which  are  engine,  and  three  hook  and  ladder  compa- 
nies. 

Each  company  will  also  average  five  substitutes.  These 
men  give  their  services  to  the  department  for  no  compen- 
sation, except  when  on  duty  for  regular  members,  and 
are  always  in  the  line  of  promotion,  according  to  their 
good  behavior  and  attendance. 

APPARATUS. 

The  apparatus  is  divided  as  follows : 

Thirteen  steam  fire  engines  in  regular  service. 

Four  steam  fire  engines  in  reserve. 

Ten  steam  heaters  for  engines,  located  in  the  houses 
as  follows :  one  each  in  Nos.  1,  2,  3,  4,  5,  6,  7,  9,  11  and 
12, 

Twenty-six  four  wheel  hose  carriages, 

Four  fuel  wagons. 

Three  hook  and  ladder  trucks  in  regular  service. 

Two  hook  and  ladder  trucks  in  reserve. 

Four  fuel  tenders. 

One  supply  wagon, 

Twelve  fire  extinguishers — two  of  which  are  carried 
on  each  truck,  and  two  on  each  of  the  hose  carriages  of 
No3.  8,  9  and  13  engine  companies, 

Three  new  four-wheel  hose  carriages  have  been  pur- 
chased and  put  in  service  at  Nos.  1,  3  and  4  engine  com- 
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^anies.  These  carriages  are  built  to  carry  four  bushels 
of  coal,  in  a  box  back  of  the  s]iool,  so  as  to  take  that 
much  weight  off  the  foot-boards  of  the  large  engines, 

Four  Concord  wagons,  painted  red,  with  gongs  at- 
tached, were  purchased  for  the  use  of  the  officers  of  the 
department,  and  are  located  at  the  following  houses : 

Chief  Engineer's  at  iSO.  2, 

Assistant  Engineer's  at  Xo.  7,  Western  district, 

Assistant  Engineer's  at  Xo.  6,  Eastern  district, 

Superintendent  of  Telegraph  at  Xo.  1. 

I  would  again  respectfully  call  the  attention  of  your 
honorable  body  to  my  recommendation  of  last  year,  in 
regard  to  the  urgent  necessity  for  the  formation  of 
another  hook  and  ladder  company  in  the  western  sec- 
tion of  the  city.  No.  2  Truck,  from  its  present  location 
on  Paca  street,  answers  all  boxes  west  of  Calvert  street, 
including  Locust  Point — an  area  of  over  seven  square 
miles.  The  southern  section  of  the  city,  around  Spring 
Gardens,  and  at  Locust  Point,  is  rapidly  being  built  up 
with  large  storehouses,  grain  elevators,  and  manufac- 
turing establishments,  employing  a  great  number  of 
hands.  From  No.  2  Truck  House  to  Locust  Point  is  two 
and  a  half  miles,  and  it  will  take  the  truck  from  iifteen 
to  twenty  minutes  to  get  there  ;  and  in  case  of  a  fire 
occurring  in  buildings  where  persons  are  in  the  upper 
stories,  they  would  perish  before  the  arrival  of  the 
truck,  if  all  other  avenues  of  escape  were  cut  off.  I 
would  recommend  that  No.  2  Hook  and  Ladder  Com- 
pany be  removed  to  a  location  near  Camden  street,  and 
to  answer  all  alarms  south  of  Fayette  street,  and  west 
of  Jones'  falls,  and  a  new  truck  company  be  organize^ 
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and  located  in  the  vicinity  of  Pennsylvania  aVenue  and 
Biddle  street.  From  tins  location  it  would  answer  all 
alarms  north  of  Fayette  street  and  west  of  Calvert 
street. 

I  would  also  recommend  the  purchase  of  at  least 
two  chemical  engines,  to  be  located  in  the  centre 
of  the  city.  The  experience  of  the  chemical  engine 
for  extinguishing  fires,  without  the  use  of  water,  has 
proved  so  successful  that  I  can  do  no  more  than  call  the 
attention  of  your  honorable  body  to  the  necessity  of 
introducing  at  least  two  of  them  in  the  department  at 
the  earliest  day  practicable.  Many  fires  occur  every 
year  in  the  business  portion  of  the  city,  where  such  an 
apparatus  would  more  than  pay  its  cost,  and  serious 
damage  by  water  would  thereby  be  prevented. 

Some  of  the  relief  valves  that  are  in  service  on  the 
engines  are  not  reliable,  being  worn  out  and  cannot  be 
repaired.     Six  new  ones  are  required. 

I  would  also  recommend  that  six  more  fire  extin- 
guishers be  procured  and  put  in  service  on  the  hose 
carriages  of  Nos.  2,  6  and  7  engine  companies. 

Some  of  the  companies,  and  especially  the  hook  and 
ladder  companies,  have  been  delayed  several  times 
during  the  past  year  by  fires  occurring  during  the  meal 
time  of  the  housemen.  There  are  six  hours  in  the 
twenty-four  when  there  are  but  two  men  on  duty  at 
the  engine-houses,  and  one  at  the  truck-houses,  the  other 
man  having  gone  to  his  meals.  The  engine  companies 
cannot  go  to  a  fire  with  less  than  three  men,  and  the 
truck  companies  with  less  than  two.  If  this  complement 
mon  is  not  in  the  house  the  apparatus  must,  therefore, 
wait  until  they  come.    1  would  respectfully  recom- 
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i'Aend  tliat  the  City  Council  be  petitioned  to  change  the 
ordinance  so  as  to  increase  the  number  of  housemen  to 
four  in  tlie  engine  companies,  and  three  in  tlie  liook 
and  ladder  companies.  Then,  when  one  man  has  gone 
to  his  meals,  there  will  be  enough  left  to  take  the  appa- 
ratus out  in  case  of  a  fire  occurring.  By  making  this 
change  it  will  greatly  add  to  the  efficiency  of  the 
department.  This  change  can  be  made  at  a  small  addi- 
tional exi^ense,  by  making  one  of  the  firemen  a  house- 
man, thus  leaving  seven  firemen,  and  making  one 
ladderman  a  houseman,  thus  leaving  nine  ladderman, 
which  is  an  ample  number.  The  extra  houseman 
would  also  assist  at  fires  as  a  fireman.  The  engine 
companies  would  then  consist  of  the  following  mem- 
bers: foremen,  engineman,  two  assistant  enginemen, 
hostler,  and  seven  firemen ;  the  hook  and  ladder  com- 
panies, foreman,  two  tillermen,  hostler,  and  nine  lad- 
dermen. 

During  the  past  year  several  stables  have  been 
altered,  so  as  to  make  the  horses  face  the  front.  I 
would  recommend  that  the  improvement  should  be 
made  in  the  houses  where  it  has  not  already  been  done 
as  soon  as  possible,  to  facilitate  the  apparatus  in  getting 
out,  as  every  second  saved  is  sometimes  worth  thous- 
ands of  dollars. 

REPAIRS  AND  ALTERATIONS. 

Xos.  5  and  7  Engines  are  having  new  boilers  put  on,  and 
bells  put  on  instead  of  gongs,  and  other  necessary 
repairs. 


March  23,  1879. — A  new  air  vessel,  discliarge  pi];)6S,  and 
a  new  set  of  valves  put  in  pump  of  No.  1  Engine. 

March  23. — A  new  top  put  on  air  vessel,  and  new  cups 
in  x)unip  of  Xo.  12  Engine. 

May  26. — New  end  put  on  axle  of  No.  6  Hose  Carriage, 
the  old  one  broke  going  to  box  28. 

May  26. — New  gearing  and  chains  put  on  No.  6  Engine. 

May  26. — New  perch  pole  put  on  No.  2  Truck,  the  old 
one  was  broken  by  the  truck  upsetting  going  to 
box  71. 

June  7. — New  end  put  on  hind  axle,  face  to  steam  chest, 
and  a  new  set  of  bolts  to  frame  of  No.  7  Engine. 

June  26. — New  hind  axle  put  on  No.  5  Engine,  in  place 
of  one  broken  while  going  to  box  123. 

August  6. — New  set  of  gum  valves  put  in  pump,  and 
new  coil  in  smoke-stack  of  No.  4  Engine. 

August  6. — New  moulding  on  casing,  new  boxes  on  hind 
wheels,  two  new  caps  on  wheels,  both  axles  reset 
and  wheels  repaired  on  No.  12  Engine.  This 
damage  was  done  by  the  engine  upsetting  on  the 
railroad  track  on  Pratt  street,  when  responding 
to  box  31. 

August  10. — A  new  set  of  brass  boxes  put  on  engine 
wheels,  and  axle  reset  on  No.  2  Engine. 

August  14. — A  new  set  of  valves  and  cups  put  on  No.  3 

Engine. 
October  12. — New  end  put  on  axle  of  No.  7  Engine,  in 

X)lacc  of  one  broken  while  goin^  to  box  3]  2. 


Octobel'  16. — No.  6  Engine  overliaulded  and  a  bell  put 

on  in  place  of  the  gong. 
October  19. — New  hind  axle   put  on  No.  2  Engine,  in 

place  of  the  one  broken  while  going  to  box  62. 

October  28. — New  end  put  on  axle  of  Xo.  10  Engine. 

October  30. — New  brasses  made  for  pump  rods,  down 

pipes  of  vacuum  chamber  and  engine  overhauled. 

No.  9. 
November  12. — New  end  put  on  hind  axle  of  No.  9  Hose 

Carriage,  in  place  of  one  broken  when  going  to 

box  18. 

Nov.  12. — New  ends  put  on  front  and  hind  axles  of  No. 
5  Hose  Carriage,  in  place  of  those  broken  when 
going  to  box  18. 

November  15 — New  end  put  on  hind  axle  of  No.  10  Sec- 
ond Hose  Carriage,  broken  when  going  to  box  7. 

HOSE. 

During  the  past  year  there  has  been  purchased  for 
the  department  two  thousand  feet  of  two  and  a  half 
inch  gum  hose,  Maltese  Cross  brand,  making  the  amount 
of  hose  now  in  service  fifteen  tliousand  seven  hundred 
and  fifty  feet  of  good  hose,  and  eleven  thousand  seven 
hundred  feet  of  medium  quality  hose.  The  hose  classed 
as  medium  quality  have  been  tested  at  one  hundred 
and  forty  pounds  pressure.  The  hose  is  divided  amongst 
the  companies  as  follows  : 

No.  1  Engine  Company  have  one  thousand  five  hundred 
feet  of  good  hose  and  five  hundred  feet  of  me- 
clium  quality. 


Ko.  2  Engine  Company  have  one  thousand  and  fifty  feet 
of  good  hose  and  one  thousand  feet  of  medium 
quality. 

No.  3  Engine  Company  have  one  thousand  feet  of  good 
hose  and  one  thousand  five  hundred  and  fifty  feet 
of  medium  quality. 

No.  4  Engine  Company  have  one  thousand  seven  hun- 
dren  and  fifty  feet  of  good  hose  and  eleven  hun- 
dred feet  of  medium  quality. 

No.  5  Engine  Company  have  one  thousand  feet  of  good 
house  and  one  thousand  feet  of  medium  quality. 

No.  6  Engine  Company  have  nine  hundred  feet  of  good 
hose  and  nine  hundred  feet  of  medium  hose. 

No.  7  Engine  Company  have  two  thousand  feet  of  good 
hose. 

No.  9  Engine  Company  have  one  thousand  six  hundred 
and  fifty  feet  of  good  hose  and  one  tliousand  and 
fifty  feet  of  medium  quality. 

No.  10  Engine  Company  have  one  thousand  feet  of 
good  hose  and  thirteen  hundred  feet  of  medium 
quality. 

No.  11  Engine  Company  have  nine  hundred  feet  of 
good  hose  and  thirteen  hundred  feet  of  medium 
quality. 

No.  12  Engine  Company  have  one  thousand  feet  of  good 
hose,  and  one  thousand  feet  of  medium  quality. 

No.  13  Engine  Company  have  fourteen  hundred  feet  of 
good  hose  and  three  hundred  feet  of  medium 
quality. 
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HORSES. 

There  are  seventy-two  horses,  used  as  follows : 

Thirteen  engine  companies,  four  horses  each. 

Three  hook  and  ladder  companies,  two  horses  each. 

Four  horses  for  the  use  of  Chief  and  Assistant  En- 
gineers. 

Three  horses  used  by  the  Telegraph  Department. 

One  horse  used  by  the  Veterinary  Surgeon,  and  six 
spare  horses.  jS^ine  horses  have  been  exchanged  and 
two  have  died. 

CASUALTIES. 

The  casualties  that  have  happened  in  the  different 
companies  of  the  department  during  the  past  year  will 
be  found  herewith,  the  causes  of  such,  the  length  of 
time  each  member  was  off  duty  thereby;  also  the  num- 
ber of  deaths : 

No.  1  Engine  Company. — Hostler  L.  S.  Fresh,  kicked  by 
one  of  the  horses,  July  13 ;  off  duty  IG  days.  Fire- 
man Chas.  Minton,  hands  badly  burned  at  a  fire 
on  Jasper  street,  box  321,  July  13  ;  off  duty  8  days. 

No.  2  Engine  Company. — Firemen  John  Young,  ankle 
sprained  at  fire  on  Commerce  street,  box  125,  Au- 
gust 3 ;  off  duty  4  days. 

No.  3  Engine  Company. — Assistant  Ii^ngineman  James 
Brown,  wrist  sprained  by  falling  off  j^hose  car- 
riage; off  duty  three  days.  Fireman  J.  B.  Leh- 
man, overcome  with  smoke  at  fire  on  Gay  street, 
box  4 ;  off  duty  2  days. 
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No.  4  Engine  Company — Substitute  B.  Price,  left  foot 
bruised  by  iron  grating  falling,  at  fire  on  Howard 
street,  box  413,  February  1st;  off  duty  48  hours. 

No.  5  Engine  Company — Engineman  Corrigan,  foot 
maslied  by  horse  treading  on  it  when  drilling  in 
the  house ;  off  duty  one  day.  Fireman  Joseph 
L.  Chason  has  been  off  duty  sick  since  August  12. 

No.  6  Engine  Company — Fireman  J.  W.  Harper,  face  cut 
by  falling  slate  at  the  fire  on  Baltimore  street, 
January  8,  box  415  ;  off  duty  19  days.  Firemen 
H.  J.  Edell,  head  cut  by  falling  off  hose  carriage, 
April  14 ;  off  duty  35  days. 

No.  8  Engine  Company — Fireman  Greenburry  Chap- 
man, right  hand  badly  burnt  at  fire  on  Saratoga 
street,  box  45,  March  10  ;  off  duty  17  days.  Sub- 
stitute John  Gaffney,  hand  cut  by  falling  slate  at 
fire  on  Pratt  street,  box  514,  March  20 ;  off  duty 
7  days.  Fireman  A.  J.  Walters,  arm  and  leg 
injured  by  being  thrown  from  hose  caariage 
when  answering  alarm  from  box  431,  April  25 ; 
off  duty  9  days.  Foreman  Thomas  Murphy, 
ankle  sprained  by  being  thrown  off  the  engine 
when  it  collided  with  an  ice  cart,  answering  gen- 
eral alarm  box  31,  August  3 ;  off  duty  1 1  days. 
Fireman  Jacob  Stouffer,  foot  mashed  by  the 
wheel  of  hose  carriage  running  on  it  when  back- 
ing in  the  house;  off  duty  17  days. 

No.  9  Engine  Company — Substitute  Thomas  Cook,  left 
arm  crushed  by  hind  wheel  of  hose  carriage 
running  over  it  when  returning  from  fire,  box 
261,  September  8  ;  is  still  off  duty. 
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Engine  Company  Xo.  10 — Hostler  Henry  Dunn  had  liis 
ankle  sprained  in  tlie  stable  May  26  ;  off  duty  3 
days.  Hostler  Henry  Dunn  had  his  ankle  bone 
fractured  by  the  saddle-horse  falling  down  when 
responding  to  a  second  alarm  from  box  3 ;  off 
duty  three  months  and  22  days.  Fireman  John 
O^Leary  sprained  his  back  by  falling  in  a  win- 
dow at  a  fire  on  Strieker  street,  box  46,  August  9  ; 
off  duty  7  days. 

Engine  Company  Xo.  11 — Fireman  Ebanezer  Smith 
sprained  his  ankle  when  running  to  box  236, 
February  28  ;  off  duty  35  days.  Fireman  Henry 
Seipple  was  thrown  from  the  hose  carriage,  and 
the  hind  Avlieel  passed  over  his  right  thigh  and 
hand,  when  responding  to  box  172,  July  4;  off 
duty  59  days.  Fireman  James  Kelly  was  thrown 
from  the  hose  carriage  and  the  hind  Avheel  ran 
over  his  great  toe  on  right  foot,  when  responding 
to  box  172,  July  4;  off  duty  6G  days.  Fireman 
Miles  Whalen  was  badly  burnt  about  the  face 
and  hands  by  the  explosion  of  a  gasoline  tank  at 
the  fire  on  Burke  street,  box  17  ;  off  duty  25  days. 

Engine  Company  Xo.  12 — Fireman  John  Mullen  had 
his  ankle  sprained  by  falling  in  a  hole  at  the  fire 
on  the  coal  oil  wharfs,  Spring  Gardens,  box  64, 
September  22 ;  oft'  duty  18  days. 

Engine  Company  Xo.  13 — Engineman  John  Deal,  hand 
mashed  at  the  fire  on  Gilmor  street,  box  371, 
December  4;  off  duty  4  J  days.  Fireman  Edward 
C.  Keyser  had  two  ribs  broken  by  one  of  the 
horses  knocking  him  down  in  the  engine  house 
during  an  alarm  of  fire  from  box  4,  June  26  ;  off 
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duty  22  days.  Fireman  William  Clabaugh,  back 
sprained  at  the  fire  on  Gilmor  street ;  off  duty  7 
days.  Fireman  Geo.  Bowers  was  overcome  by 
the  heat  at  box  382,  August  5  ;  he  did  not  go  off 
duty. 

Hook  and  Ladder  Company  No.  1 — Ladderman  John 
Farr  had  his  left  arm  broken  when  refsTponding 
to  alarm  of  fire  from  box  541,  November  6  ;  he  is 
still  off  duty.  Ladderman  George  H.  Haskell, 
back  sprained  raising  the  five-story  ladder  at  the 
fire  on  Baltimore  street,  box  415,  January  3 ;  off 
duty  16  days.  Ladderman  James  L.  Southcomb, 
overcome  with  smoke  at  box  4,  June  30  ;  off  duty 
18  days. 

Hook  and  Ladder  Company  No.  2 — Ladderman  Paul 
Hoffman,  ankle  sprained  at  fire  on  Locust  Point, 
box  8,  December  8  ;  off  duty  5  days,  Ladderman 
Paul  Hoffman  had  his  hands  badly  cut  with 
glass  at  box  42,  January  23;  off  duty  14  days. 
Foreman  Frederick  Marston,  hand  badly  cut,  June 
27  ;  not  off  duty.  Ladderman  AVesley  Lilly  over 
come  with  heat  at  box  31,  August  3;  off  duty  1 
day.  Ladderman  Paul  Hoffman  overcome  by 
heat  at  box  31,  August  3 ;  off  duty  5  days.  Lad- 
derman Lewis  Pistel,  cut  in  the  leg  by  a  pick  at 
box  35,  November  20 ;  off  duty  2  days.  Ladder- 
man  E.  W.  Windle  sprained  his  ankle  while  re- 
sponding to  box  62,  December  6 ;  off  duty  1  day. 

Hook  and  Ladder  Company  No.  3 — Hostler  Wm.  E. 
Vanrossum  had  his  left  foot  mashed  by  a  horse 
treading  on  it  in  the  stable,  August  18  ;  off  duty 
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14  days.  Ladderman  Xatlianiel  Warmsley  Avent 
off  duty  sick  December  2<S,  1878 ;  lias  been  off 
since;  sick  witli  consumption. 

DEATHS. 

Hook  and  Ladder  Company  Xo.  1 — Ladderman  Wil- 
liam K.  Lockington  died  April  30,  1879,  from 
consumption  ;   lie  had  been  off  duty  1  year. 

Engine  Company  Xo.  2 — Fireman  Louis  K.  Mills  died 
September  21,  of  consumption;  lie  had  been  off 
duty  8  months. 

Engine  Company  Xo.  3 — Fireman  William  H.  Ward 
died  September  3,  of  consumption ;  he  had  been 
of  duty  8  months  and  3  days. 

Engine  Company  Xo.  6 — Fireman  Clias.  T.  Wright  died 
of  dropsy  December  16 ;  he  had  been  off  8 
months  and  17  days. 

FIRES. 

The  number  of  alarms  during  the  past  twelve  months 
was  300,  of  which  153  were  telegraph  alarms  and  147 
were  extinguished  without  giving  a  telegraph  alarm. 
The  losses  amounted  to  §192,654.54,  which  is  an  increase 
of  §36,052.62,  compared  with  the  losses  of  the  twelve 
months  preceding. 

But  one  fire  occurred  that  done  any  damage  to  the 
surrounding  property,  which  was  at  Xos.  347  and  349 
west  Baltimore  street,  where  the  fire  had  gone  into  the 
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adjoining  Mansard  roof  before  the  alarm  was  given. 
During  the  past  twelve  months  there  have  been  six 
second  alarms  and  three  general  alarms,  which  were 
given  for  the  following  fires : 

January  8 — Box  415,  time  8.35  P.  M.;  second  alarm  8.39 
P.  M.;  general  alarm  8.45  P.  M.;  five-story  brown- 
stone  front  buildings  with  Mansard  roofs,  Nos. 
347  and  349  west  Baltimore  street,  occupied  by 
Ash  &  Son,  manufacturers  of  clothing,  and  Pas- 
sano  &  Co.,  dealers  in  notions.  The  adjoining 
building,  occupied  by  Haynes  &  Co.,  dealers  in 
queensware,  lamps  and  oils,  had  the  roof  burned 
off.     Damage  $51,902.89. 

March  20 — Box  514,  time  10.07  P.  M.;  second  alarm 
10.08 ;  five-story  brick  building,  No.  366  west 
Pratt  street,  occupied  by  Broderick  &  Bro , 
dealers  in  paper  stock ;  the  fire  was  confined  to 
third,  fourth  and  fifth  floors.     Damage  $3,491.80. 

July  9— Box  3,  time  12.35  P.  M.;  second  alarm  12.40  P. 
M.  Test  alarm  given  by  the  Board  of  Fire  Com- 
missioners to  the  officials  of  the  City  of  Phila- 
delphia. 

July  10 — Box  5,  time  3.58  P.  M  ;  second  alarm  4  03  P. 
M.;  seven-story  brick  building,  with  Mansard 
roof,  situated  on  Baltimore,  Light  and  German 
streets.  The  fire  was  confined  to  the  basement. 
Damage  $600.— Carrollton  Hotel. 

A  igust  3— Box  31,  time  10.27  A.  M.;  general  alarm  10.37 
A.M.;  a  three-story  brick  building,  corner  of  North 
and  Pleasant  streets,  occupied  by  Jenkins  &  Sons, 
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dealers  and  curers  of  meats  and  lard.  Tlie  sec- 
ond and  tliird  stories  were  badly  damaged,  and 
roof  burned  off.     Damage  $9,675. 

August  7— Box  412,  time  10.25  P.  M.;  second  alarm  10.30 
P.  M.;  a  tliree-story  brick  building,  corner  of 
Fayette  street  and  McClellan's  alley,  occupied  by 
Riddlemoslier  &  Co.  as  a  carriage  factory.  The 
fire  was  confined  to  tlie  second  and  third  stories. 
Damage  |3,498. 

August  13 — Box  414,  time  7.55  P.  M.;  general  alarm  8.03 
P.  M.;  a  double  four-story  brick  building,  Nos.  12 
and  14  North  Howard  street,  occupied  by  Davis 
&  Miller^  dealers  in  drugs  and  oils.  Damage 
$15,213.91. 

September  8 — Box  431,  time  6.33  A.  M.;  second  alarm 
6.40  A.  M.;  a  three-story  brick  building.  No.  465 
West  Pratt  street,  occupied  by  Ridgeway  &  Co., 
manufacturers  of  wooden  safes,  and  Rand  &  Mc- 
Sherry,  manufacturers  of  furniture.  The  fire  was 
confined  to  the  rear  part  of  the  building.  Dam- 
age $2,050.67. 

Septembers — Box  6,  time  11.24  P.  M.;  second  alarm 
11.30  P.  M.;  four-story  brick  building.  No.  32 
Light  street,  occupied  by  Gilbert  &  Co.,  whole- 
sale grocers.     Damage  $5,917.78. 

September  19 — Box  17,  time  3.21  P.  M.;  second  alarm 
3.30  P.  M.;  a  three-story  brick  building,  situated 
on  Burke  street,  near  Canton  avenue,  occupied  by 
Garey  &  Co.  as  a  tin-can  factory;  a  man  was  killed 
by  the  wall  falling  on  him.     Damage  $10,149.21. 
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During  tlie  past  twelve  montlis  the  department  has  • 
attended  the  following  fires  in  Baltimore  county  : 

May  2 — Box  353,  time  3.05  P.  M.;  two  three-story  stone 
"buildings  and  one  two-story  frame  building,  sit- 
uated on  Mount  Koyal  lane,  near  Boundary  ave- 
nue. Damage  $1,200.  In  service  Nos.  7  and  13 
Engine  Companies,  and  No.  2  Hook  and  Ladder 
Company;  one  hour  and  thirty  minutes. 

August  5 — Box  382,  time  9.32  A.  M.;  a  three-story  brick 
building,  No.  723  Madison  avenue,  near  Druid 
Hill  Park.  No.  13  Engine  Company  and  No.  2 
Hook  and  Ladder  Company  were  in  service  30 
minutes.     Damage  $100. 

August  13— Box  28,  time  8.02  A.  M.;  three-story  brick 
building,  situated  on  the  Belair  road.  Damage 
slight. 

November  17 — Box  471,  time  5.41  P.  M.;  a  six-story 
frame  and  stone  building,  situated  on  the  Frank- 
lin road,  about  a  mile  and  a  half  from  the  city 
limits,  occupied  by  A.  L  Webb  &  Son  as  a  flour 
mill.  The  building  was  destroyed.  Damage 
$20,000.  No.  8  Engine  Company  and  No.  2  Hook 
and  Ladder  Company  were  in  service  two  hours 
and  forty-seven  minutes,  and  prevented  the  fire 
from  spreading  to  the  surrounding  property. 

REPAIRS  AND  ALTERATIONS  NEEDED  TJ  THE  HOUSES  OF 
THE  DEPARTMENT. 

No.  1  Engine  Company — Twenty-five  feet  partitioned 
off   from   the   sleeping     Apartment,  to   make   a 
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sitting-room  for  tlie  members,  a  pole  put  up 
behind  the  blind  door,  rooms  in  second-story 
papered,  roof  repaired  and  house  painted. 

Xo.  2  Engine  Company — Five  stalls  turned  to  face  the 
front,  engine-room  wainscoted,  stairway  and 
bath-room  altered,  wall  on  east  side  stripped 
and  plastered,  rooms  in  second-story  papered  and 
house  painted,  and  pole  put  up. 

No.  3  Engine  Company — New  floor  in  engine-room,  ceil- 
ing wainscoted  and  side  walls  whitecoated,  sleep- 
ing-room and  passage  papered,  house  painted  and 
a  pole  put  up. 

No.  5  Engine  Company — Pit  dug  under  the  engine  and 
for  the  heater,  third  story  papered  and  wood  work 
painted. 

Xo.  6  Engine  Company — Roof  painted. 

No.  7  Engine  Company — Front  pavement  repaired  and 
new  gate  made  to  open  on  Eutaw  street,  from  the 
yard. 

No.  8  Engine  Company — New  floor  in  stable,  and  house 
painted. 

No.  9  Engine  Company — Pipes  in  water-closet  changed 
and  house  painted. 

No.  10  Engine  Company — The  joist  and  floor  in  engine- 
room  has  rotted  away,  the  wall  on  the  east  side 
is  bulged  out,  the  rooms  on  the  second  story 
should  be  stripped  and  plastered,  the  house  needs 
painting,  and  pole  put  up  for  the  men  to  come 
down  on. 
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No.  11  Engine  Company — Four  stalls  turned  to  face  tli6 
front  of  the  house,  stairway  turned,  house  painted 
and  a  pole  put  up. 

No.  12  Engine  Company — New  floor  in  back  part  of 
engine-room,  the  wall  on  the  east  side  stripped 
and  plastered,  and  the  house  painted. 

Xo.  13  Engine  Company — Four  stalls  turned  to  face  the 
front,  house  painted  and  a  pole  put  up. 

No.  1  Hook  and  Ladder  Company — Front  pavement  re- 
paired. 

No.' 2  Hook  and  Ladder  Company — Sleeping-room  pa- 
pered, house  painted,  a  ventilator  put  in  ceiling 
of  sleeping-room,  and  two  poles  put  up. 

The  following  alterations  and  repairs  have  been  made 
to  the  houses  of  the  department  during  the  past  year : 

No.  1  Engine  Company — The  stable  has  been  extended 
back  to  Diamond  street,  two  stories  in  height; 
six  horse  stalls  put  up  to  face  the  front  of  the 
house,  a  new  stairway  put  up  in  the  front  part 
of  the  engine-room,  new  floor  in  the  engine- 
room,  and  the  first  story  varnished  and  painted. 

No.  2  Engine  Company — New  floor  in  engine-room  and 
a  bridge  over  the  gutter  in  front  of  the  house. 

No.  4  Engine  Company — New  wood  work  put  up  in  loft 
of  stable,  and  a  new  tin  roof  put  on  part  of  the 
stable  and  sleeping-room.  These  repairs  were 
necessitated  by  the  fire  which  occurred  on  the 
morning  of  December  9. 
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No.  5  Engine  Company — New  floor  and  eight  stalls  put 
up  in  stable;  engine-room,  stable  and  stairway 
whitecoated,  wood  work  on  first  and  second  stories 
painted,  and  new  sheds  put  up  in  the  yard. 

No.  7  Engine  Company — Xew  floor  in  engine-room. 
No.  8  Engine  Company — New  floor  in  stable,  platform 
in  yard,  and  shed  in  yard  repaired. 

No.  9  Engine  Company — Parlor  and  wood  work  painted. 

No.  10  Engine  Company — New  floor  in  stable  and  new 
plumbing  work  in  bath-room  and  water-closet. 

No.  li  Engine  Company — New  floor  put  in  the  stable. 

No.  12  Engine  Company — Cellar  dug  under  front  part 
of  engine-room,  new  joist  and  floor  put  in  front 
part  of  engine-room,  stairway  turned  around, 
brick  partition  taken  down  between  the  stable 
and  engine-room,  a  truss  girder  put  in  to  carry 
the  wall  above,  four  horse  stalls  put  under  the 
girder  to  face  the  front  of  the  house,  one  stall  in 
the  rear,  and  new  floor  and  wainscoting  in  the 
stable. 

No.  13  Engine  Company — New  floor  put  in  stable  and 
•  drain  altered. 

No.  1  Hook  and  Ladder  Company — New  floor  in  truck- 
room,  ceiling  wainscoted,  two  stalls  put  up,  one 
on  each  side  of  the  pole  of  the  truck ;  a  large 
door,  13  feet  wide,  made  in  the  centre,  and  two 
small  doors  made,  one  on  each  side  of  the  large 
door ;  bedroom  and  parlor  pax^ered,  and  house 
painted. 

No.  2  Hook  and  Ladder  Company — Sash  and  shutterg 
put  in  ventilator  and  stalls  repaired. 
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A  new  set  of  Sarven  patent  wheels  lias  been  pur- 
cliased.  Tliey  will  be  used  on  tlie  large  engines  as  re- 
serves. Tlie  hind  wheels  of  Nos.  1  and  4  Engines  have 
had  new  felloes  and  tires  and  some  new  spokes  put 
on  them,  and  are  now  as  good  as  new. 

The  annual  parade  of  the  department  took  place  on 
Thanksgiving  Day.  The  companies  met  on  Broadway 
and  marched  through  some  of  the  principal  streets. 
The  apparatus,  horses,  harness,  and  everything  belong- 
ing to  the  department  was  in  first-class  condition.  The 
apparatus  was  rescraped  and  varnished  before  the  Pa- 
rade, the  w^ork  being  done  by  members  of  the  depart- 
ment. 

In  conclusion,  I  desire  to  reiterate  my  acknowledg- 
ment to  the  members  of  the  Board  for  the  confidence 
reposed  in  me,  and  for  their  uniform  kindness  and 
courtesy,  and  to  the  members  of  the  department,  one 
and  all,  for  their  promptness  and  willingness  at  all 
times  when  called  upon.  I  also  desire  to  return  my 
thanks  to  the  officers  and  members  of  the  Police  De- 
partment for  their  kindness,  displayed  at  all  times,  and 
their  valuable  aid  rendered  to  the  Fire  Department. 
I  cannot  close  w^ithout  returning  my  thanks  to  the 
officers  of  the  Fire  Alarm  Telegraph,  for  their  prompt- 
ness in  rendering  good  service  to  this  department  when 
called  upon. 


Very  respectfully  submitted, 

JOHN  M.  HENNICK,  Chief  Engineer, 
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PAY    ROLL 


AxxiAF.  SAi.ARrK.s  Patd  Monti  I  J.  v. 

1  Cliief  Engineer $2,000 

•2  Assistant  Engineers,  (eacli) 1,400 

1  Clerk  and  Secretary 1,200 


Engine    ( ^nmpnv  /V. 


13  Foremen,  (each) $500 

13  Enginemen,  (each) 1,100 

1 3  Assistant  Enginemen,  (each)  900 

13  Hostlers,  (each) 900 

104  Firemen,  (each) 400 

Hook  and  Ladder  Companies. 

3  Foremen,  (each) .  $500 

3  Tillerman,  (each) 900 

3  Hostlers,  (each) 900 

30  Laddermen,  (each) 400 


199  Total. 


EKTGIITES 


Hook  (fc  Ladder  Companies 


APPARATUS  AND   MEMBERS. 


64 


REPOET    OF   THE 


ENGINE    COMPANY    No.    1. 

(Went  in  Service  February,  1859  ) 
Engine  House  situated  on  Paca  St.,  North  of  Foyette  St. 

Has  in  charge ;  One  Steam  Fire  Engine ;  two  Four 
Wheel  Hose  Carriages ;  one  Wood  Tender ;  Four 
Horses  and  Harness,  with  all  necessary  equipments 
for  service. 


NAMES. 

AGE 

RESIDENCE. 

OCCUrATIUN. 

Jacob  H.  Hay M'ard,  Foreman 

55 

303  W.  Fayette  street 

Ornament'!  Painter. 

J.  W.  Yeaton,  Engineraan  . . 

38 

30  N.  Paca  street 

Machinist. 

Chas.  Freeburger,  Ass't  " 

33 

141  Mulberry  street.. 

Machini.«t. 

L.  J.  Frescb,  Hostler 

39 

34  N.  Paca  street 

Carpenter. 

James  Humes,    Firemen. . . . 

27 

156  S.  Sharp  street. . 

Glass  Cutter. 

Wm.  White, 

34 

1  Chatswoith  street.. 

Carpenter. 

John  H.  Morgan,       " 

39 

93  Pearl  street 

Paper  Hanger. 

G.  N.Macltenheimer," 

43 

317  W.  Fayette  street 

Cigar  Maker. 

E.  R.  Addison, 

33 

77  Amity  street 

Machinist. 

Eugene  Willis, 

31 

97  N.  Shroedtr  street 

Took-Kcpecr. 

Chas.  Minton, 

37 

6  Jasper  street 

Cigar  Maker. 

R  Close, 

36 

176  George  street  . . 

Huckster. 

FIRE   DE^AIlTME^"T. 


Q5 


ENGINE    COMPANY    No.    2. 

(Went  in  Service  February,  1859.) 
Engine  House  situated  on  Bar  re  St.,  West  of  Sharp  St. 

Has  in  charge  :  One  Steam  Fire  Engine ;  two  Four 
Wheel  Hose  Carriages ;  six  Horses  and  Harness,  (two 
of  which  are  for  the  use  of  the  Chief  Engineer),  with 
all  necessary  equipments  for  service. 


NAMES. 

GE 

RESIDENCE. 

OCCUPATION. 

Jacob  Hinds,  Foreman 

53 

7  Ilollins  street 

Chair  Maker, 

Thos.  Whcatly,  Engiacman. 

39 

216  Lee  street 

Machinist. 

Sam'l  Stansbury,  Ass't  " 

28 

98  Barre  street 

Machinist. 

John  Pearce,  Hosller 

35 

43  Barre  street 

Baker. 

Thomas  RoJeubi,  Fireman. . 

42 

128  S  Howard  street. 

Chair  Maker. 

John  Young,              " 

41 

223  Montgomery  st.. 

Sail  Maker. 

Cbas.  Rotnoser,           " 

41 

108  S  Sharp  street... 

Gas  Filter. 

B.  T.  Wins, 

38 

30  Church  street 

Collar  Maker. 

Geo.  D.  Wernf'X, 

3G 

08  S  Paca  street 

Caulker. 

C.  II.  Ilarjracl, 

2G 

102  S.Sharp  street... 

Gas  Fitter. 

Cljas.  Causey,              ' 

2G 

53  Henrietta  street... 

Laborer. 

Chas.  Klessel,             " 

30 

92  Hill  street 

Ship  Carpenter. 

66 


HEPOKT    OF   THE 


ENGINE    COMPANY    No.    3. 

(Went  in  Service  February,  1359.) 

Eiiglne  House  situated  on  Lombard  St.,  East  of  High  St. 

Has  in  charge  :  One  Steam  Fire  Engine ;  two  Four 
Wheel  Hose  Carriages ;  four  Horses  and  HarnesF, 
with  all  necessary  equipments  for  service. 


NAMES. 

1 
age'         residkncp:. 

OCCUrATION. 

P.  H.  Flaherty,  Foreman. . . . 

48 

119  Gough  street... 

.  Painter. 

T.H  Humphreys,  Enginem'n 

38 

79  S.  Exeter  street. 

.  Machinist. 

P.  F.  Moriarity,  Ass't    " 

28 

17  S.  Front  street. . 

.Machinist. 

P.  F.Bradley,  Ilosiler  

35 

12  S.  Front  street. 

.Ship  Carpenter. 

R.  A.  Lindsay,  Fireman 

30 

56  S.  Exeter  street. 

.  Paper  Hanger. 

J.  J.  Bradley, 

37 

12  S.  Front  street.. 

.  Iron  Moulder. 

J.  R.  Battce, 

27 

27  Castle  street 

.  Bricklayer. 

J.  F.  Reilly, 

27 

224  E.  Lombard  street  Machinist 

1 

E.  A.  Pierson,         " 

25 

100  Granby  street... 

.  Paper  Hanger. 

A.  H.  Gier, 

25 

40  8.  Bond  street... 

.  Painter. 

J.  B.  Lehman,         " 

23  53  S.Bond  street... 

.  Huckster. 

J.  L.  Lindsay, 

38  73  S.Excler  street.. 

.  Paper  Hanger 

FIKE   DEPARTMENT. 
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ENGINE    COMPANY    No.    4. 

(Went  in  Service  February,  1859  ) 
Engine  House  situated  on  North  St.,  near  Fayette  St. 

Has  in  charge :  One  Steam  Fire  Engine ;  two  Four 
Wheel  Hose  Carriages ;  five  Horses  and  Harness,  with 
all  necessary  equipments  for  service. 


NAMES. 

AGE 

RESIDENCE. 

OCCUPATION. 

Geo.  W.  llortou,  Foreman . . 

33 

166  N.  Exeter  Street.. 

Wire  W(irktr. 

.J.  J.  McCoy,  Enginemau  . . . 

37 

25  Wyoming  street. . . 

iMachini^t. 

Wm.  Stanton,  Ass't    " 

32 

51  K  Gay  street  . ... 

Machinist. 

.1.  Wern^ing,  Hostler 

35 

66  N.  Ilolliday  street 

Hostler 

Jos.  Farr,        Fireman 

39 

3  Webb  street  

Laborer. 

Geo.  Bentz, 

39 

13  Clay  street 

Baker. 

James  Allen, 

33 

200  Barre  street 

Printer. 

J.  J.  Walsh, 

36 

151  Chestnut  street.. 

Painter. 

J.  F.  O'lTallorau,  " 

43 

221  Chc-stnut  street.. 

Painter. 

J.  Oscar  Ilealy,     " 

44 

305  N.  Bond  street... 

Carpenter. 

J.  P.  Foreman, 

31 

Fayette  and  Durham. 

Mariner. 

Frank  BraJley,     *' 

25 

91  North  street 

Type  Maker. 

68 


REPORT   OF  THE 


ENGINE    COMPANY    No.    5. 

(Went  in  Service  April,  1859.) 

Engine  House  situated  on  Ann  St.^  South  of  Pratt  St. 

Has  in  cliarge  :  One  Steam  Fire  Engine ;  two  Four 
Wheel  Hose  Carriages;  four  Horses  and  Harness, 
with  all  necessary  equipments  for  service. 


NAMES. 

AGE 

RESIDENCE. 

OCCUPATION. 

Wm.  Q.  Miller,  Foreman 

5G 

97  Gougb  street 

House  Carpenter. 

Franc's  Corrigan,  Enginem'n 

48 

380  Gough  street 

Machinist. 

Jas.  A.  Brown,  Ass't     " 

31 

75  E  Pratt  street.... 

Machinist. 

John  Kelly,  Hostler. 

29 

11  Castle  street 

Painter. 

James  Peacock,  Fireman — 

56 

113  S.Wolfe  street... 

Ship  Carpenter 

Milton  SpofFord, 

44 

46  N.  Ann  street 

House  Carpenter. 

Chas.  B.  Clark, 

34 

IG  S.  Ann  street 

Ship  Joiner. 

J.  0.  Krauch, 

43 

147  Gough  street. . . 

Sheet  Iron  Worker 

Benj.  Price, 

35 

61  Fawn  street 

Agent. 

Joseph  L.  Chason,      " 

44 

'372  E.  Pratt  street.. 

Painter. 

Edward  Bailey, 

33 

178  Gough  street 

House  Carpentir. 

Wm.  T.  Disney,         " 

30 

73  S.  Ann  street 

Bricklayer. 

FIRE   DEPARTMENT. 
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EXGIXE    COMPAXY    Xo.    6. 

(Went  in  Service  April,  1859. 
Engine  House  situated  corner  Gaij  and  Ensor  Streets. 

Has  in  charge  :  One  Steam  Fire  Engine ;  two  Four 
Wheel  Hose  Carriages;  five  Horses  and  Harness,  with 
all  necessary  equipments  for  service. 


AGE 


RESIDE^'CE 


OCCUPATION. 


W.  W.  Watson,  Foreman. 
M.  Mulligan,  Engineman.. 
U.  J.  Boyle,  Ass't    " 

John  Laracy,  Hostler 

T.  B.  Riall,     Fireman.... 

il  J.  Edcll, 

W.  West. 

D.  II.  Macauley,   " 

J.  W.  Harper, 

L.  Blake, 

B.  Shaw, 

J.  H.  Cruse,  " 


4G  45  N.  Exeter  street.. .  Paints  and  Oils. 

38  107  E.  Eager  street.. .  Machinist. 

i 

31  112  Hillen  street 'Machinist. 

30  ill  N.  Exeter  street..; Driver. 

40  Front  and  Fayette. . .  jCarpenter. 

38  Central  av.  and  Eager  Tailor. 

36  147  N.  High  street. . .  Tinner. 

53  107  N.  Broadway  . . .  Painter. 

44  139  Chew  street Bill  Poster. 

34  141  Harford  avenue.  .Painter. 

49  158  Monument  street  Stone  Cutter. 

47  121  Ensor  street...   .Cigar  Maker. 


^0 


REPORT   OF  THE 


ENGINE    COMPANY    No.    7. 

(Went  in  Service  April,  1S59 ) 

Engine  House  situated  cor.  Eutaw  St.  and  Druid  Hill  Ave. 

Has  in  charge  :  One  Steam  Fire  Engine ;  two  Four 
Wheel  Hose  Carriages;  five  Horses  and  Harness,  with 
all  necessary  equipments  for  service. 


NAMES. 


AGE  I 


RESIDENCE. 


OCCUPATION. 


George  H.  Houc.k,  Foreman. 
Wm.  T.  Calvert,  Engineman 
John  McKee,  Ass't        " 

Patrick  Nixon,  Hostler 

Henry  S.  Konig,  Fireman. . . 
Lewis  B.  Schieve,  " 

John  J.  McMahon,         " 
Jas.  W.  Bowersox,         *' 
John  P.  Welch, 
John  n.  Gildea, 
Geo.  W.  Allen, 
Joseph  Lavender,  " 


50  j209  N.  Eutaw  street. 
40    172  N.  Eutaw  street.. 

33  9  Parken  street 

40  IgS  Druid  Hill  avenue. 
50  183  N.Paca  street.... 
28  io  New  street 

28  '^0  Druid  Hill  avenue. 

i 

35  145  N.  Pine  street 

! 

50  17  Diamond  street. . . 
50  216  W.  Biddle  street. 

36  |267  W.  Biddle  street. 

34  !79N.  Pearl  street.... 


Railroad  Agent 

Machinist. 

Machinist. 

Hostler. 

Painter. 

Paper  Hanger. 

Plumber. 

Paioter. 

Stone  Cutter. 

Comb  Maker. 

Painter. 

Carpenter. 


FIRE   DEPARTMENT. 
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ENGINE    COMPANY    No.    8. 

(Went  in  Service  March,  1871.) 

Engine  House  situated  on  Mulberry  St.,  West  of  Schroeder  St. 

Has  in  charge :  One  Steam  Fire  Engine ;  two  Four 
Wlieel  Hose  Carriages ;  four  Horses  and  Harness ; 
two  Fire  Extinguishers,  witli  all  necessary  equip- 
ments for  service. 


NAMES. 


AGE! 


1{E::IDEXCE. 


OCCUPATION. 


Thos  F.  Murph},  Foreman.]  32 
Wm.  Thompson,  Engineman  5G 
M.  F.  Welsh,  Ass't        "  28 

Wm.  J  Stewart,  Hostler. ...  29 
A  J.  Walter,  Fireman 42 


O.  D.  Burgess, 
G.  Chapman, 
F.  Johnston, 
Geo.  W.  Kragcr, 
.Jacob  Stouffer, 
11.  Scott, 
John  J.  Flynn, 


42 
47 
3G 
41 
51 
27 
28 


jllG  N.  Schroeder  st. . .  Driver. 

|20N.  Schroeder  street  Machinist. 

jl  N.  Schroeder  street  'Machinist. 

I  I 

|142  N.  Schroeder  st.  .'Driver. 

I 

387  Saratoga  street..  .'Cigar  Maker. 

48  N.  CarroUtoD  ave.;Silver  Plater. 

i  I 

108  P(^ppleton  street. jShoe  Maker. 

483  Saratoga  street.  .'Carpenter. 

|2.j2  Fayette  street   .  .Cigar  Maker. 

148  Pearl  street Printer. 

501  Lexington  street. jBricklayer. 

175  N.  Schroeder  street  Stone  Cutter. 

I 


72 


REPORT   OF   THE 


EXGIXE    COMPANY    N^o.    9. 

(Went  in  Service  February,  1872.) 

Engine  House  situated  on  Madison  Street,  near  Broadway. 

Has  in  charge  :  One  Steam  Fire  Engine ;  one  Reserve 
Steam  Fire  Engine;  two  Four  Wheel  Hose  Carriages  ; 
two  Fire  Extinguishers ;  Five  Horses  and  Harness, 
with  all  necessary  equipments  for  service. 


NAMES. 


AGE 


RESIDENCE. 


39, 

F.  D.  Kerr,  Foreman 

336  E.  Madison  street 

D.  Rogers,  Engineman 

1 
33 

360  E.  Madison  street 

Geo.  Morris,  Ass't  " 

38  \ 

199  Jefferson  street.. 

John  Reed,  Ilosller , 

33 

362  E.  Madison  streei 

J    McDevitt,  Fireman : 

37 

345  E.  Madison  streei. 

Geo.  Meinbcrg,      "                 ! 

35 

24  N.  Central  avenue. 

S.  Uhlfelter, 

3G 

336  E.  Madison  street 

S.  Smith, 

33 

390  E.  Madison  street 

J.  T.  Harney, 

33 

336  E.  Madison  street 

C.  Frey, 

27 

295  E.  Madison  street 

C.  Neilson,            "                i 

26 

242  N.  Ann  street  . . . 

Geo.  Brown, 

28 

123  S.Ann  street 

0CCUPA1I0N. 


Machinist. 

Machinist. 

Carpenter. 

Harness  Maker. 

Barber. 

Huckster. 

Bricklayer. 

Excavator. 

Huckster. 

Bricklayer. 

Bricklayer. 


FIRE   DEPAETMENT. 
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ENGINE    COMPANY    No.    10. 

(Went  in  Service  December,  1872.) 

Engine  House  situated  on  Columbia  Av.,  East  of  Poppleton  St. 

Has  in  charge  :  One  Steam  Fire  Engine ;  two  Four 
Wheel  Hose  Carriages ;  four  Horses  and  Harness, 
with  all  necessary  equipments  for  service. 


NAMES. 

AGE             RESrDEKCE. 

OCCUPATION. 

W.  R.  Ward,  Foreman 

36  41  S.CalLoun  street.. 

Carpenter. 

F.  K.  Conway,  Engineman. . 

27  50  Columbia  avenue. 

Machinist. 

.I.Walsh,  A  Fs't 

31   588  W.  Pratt  street.. 

Machinist. 

11.  Dunn,  Hostler 

28 

538  W.  Pratt  street . . 

Driver. 

A.  Squires,  Fireman 

37 

44  Columbia  avenue  . 

Carpenter. 

J.  Keily, 

30 

405  W.Pratt  street.. 

Bricklayer. 

Sam'l  Young,    " 

39 

43St.  Pclcr  street  ... 

Tinner. 

.1.  Keiliioltz, 

34  402  W.  Lombard  st . . 

Mantel  Setter. 

J  Brady, 

1 
29  ,281  Columbia  avenue. 

Can  Maker. 

J.  Lyncl), 

28 

84  S.  Poppleton  street 

Railroader. 

J.  O'Leary, 

45 

1G4  Ramsey  street . . . 

Laborer. 

H   Walker, 

31 

493  Lexington  street. 

Railroader. 

74 


REPORT    OF   THE 


ENGINE    COMPANY    No.    11. 

(Went  in  Service  December  1,  1874  ) 

Engine  House  situated  corner  of  Eastern  Ave.  and  Gist  St. 

Has  in  charge  :  One  Steam  Fire  Engine  ;  one  Reserve 
Steam  Fire  Engine;  two  Four  Wheel  Hose  Carriages; 
five  Horses  and  Harness,  with  all  necessary  equip- 
ments for  service. 


NA?*IES. 

AGE 

1 

RESIDENCE. 

i 

OCCUPATION. 

Andrew  Perry,  Foreman. . 

.    52 

210  Gough  street 

Pattern  Maker. 

1 

John  Calder,  Engincman.. 

.    33 

256  Gough  St  eet 

Machinist. 

F.  L.  Nelson.  Ass't     " 

32 

246  Aliceanna  street. 

lMacLiDi^t. 

i 

J.  W.  Ledden,  Hostler. 

38 

429  Eastern  avenue. . 

[Gold  Beater. 

n.  R.  Seipel,  Fireman 

.i  30 

123  S.Ann  street.... 

Barber. 

J.  D.  Daniels, 

1  39 

123  S.  Chester  street  . 

Scroll  Sawyer. 

E.  Smith,               " 

j35 

255  Gough  street... 

Shoemak(  r 

J.  B.  Lehman,       " 

|31 

Wash.&  Fairm'nt  av 

Fruit  Dealer. 

G.Breilschwerdt,  " 

27 

311  Bank  £treet 

i  Blacksmith. 

Miles  Whalen,      " 

j31 

x\liceanna  &  Eden  sts 

Driver. 

J.  A.  Kelly, 

26 

29  Stiles  street 

Gas  Filter. 

G.  Mommonier,     " 

;  34 

337  Eastern  avenue.. 

House  Carpenter. 

FIRE    BEPARTMEXT. 
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ENGINE    COMPANY    No.   12. 

(Went  in  Service  February,  1875.) 

Engine  House  situated  corner  Johnson  St.  and  Fort  Ave. 

Has  in  charge  :  One  Steam  Fire  Engine ;  one  Keserve 
Steam  Fire  Engine;  two  Four  AVheel  Hose  Carriages; 
one  Wood  Tender  ;  five  Horses  and  Harness,  with,  all 
necessary  equipments  for  service. 


NAMES. 


KESIDEN    E. 


OCCUPATION. 


Join  P.  Cosgrove,  Foreman. 
Michael  Lycett,  Engineman. 
Geo.  Linsmycr,  Ass't    " 

Geo.  D  Taylor,  Hostler 

Joseph  Moon,      Fireman . . . 
Wm.  E.  Rodenhi, 
David  Mclntire,         " 
John  R.  Murra)',        " 
Henry  Secbach, 
Levin  J.  Broadwater, " 
John  M.  Mullen, 
John  Iscr, 


49   o70  S.  Charles  street .  Shoemaker. 
34  232  Battery  avenue..  Machinist. 
37  :250  Biittery  avenue  . .  Machinist. 
4G  !  170  Johnson  street. . .  Driver. 
29  |287  Battery  avenue  .  .ILaborer. 

39  .99  York  street. 'Bricklayer. 

32  |15  Henrietta  street. . .  Can  Maker. 

28  99  Fort  avenue Tinner. 

29  IG4  S.  Charles  street  .Stone  Cutter. 

32    Ci  Johnson  street jShip  Carpenter. 

32    128  Cross  street iTinncr. 

30  294  Jobnson  street . . .  .Can  Maker. 


76 


REPORT   OF    THE 


ENGINE    COMPANY    No.    13. 

(Went  iu  Service  March,  1876  ) 

Engine  House  situated  corner  Myrtle  Ave.  and  Fremont  St. 

Has  in  cliarge  :  One  Steam  Fire  Engine ;  two  Four 
Wheel  Hose  Carriages ;  two  Reserve  Trucks,  with 
ladders ;  two  Fire  Extinguishers ;  six  Horses  and 
Harness,  with  necessary  equipments  for  service. 


NAMES. 

agp: 

IlP:srDENCE. 

OCCUPATION. 

John  V.  O'Neill,  Foi 

cman . . . 

88 

393  Pennsylvania  ave 

Stove-dealer. 

.\)hn  H.  Dcftl,  Engincman. . 

37 

164  Moahor  street 

1 
Machinist. 

John  A.  Bannan,  As 

St  " 

30 

117  N.  Po;«pleton  St.. 

Machinist. 

Edward  McGeehan, 

IIo  tier. 

35 

452  N.  Fremont  stnet  Driver. 

1 

E.G.  Key ser, Fire ni 

".n  

30 

123  Moshcr  street  ... 

Canmakcr. 

Wm.  F.  Clubaugh, ' 

33 

287  Arffvle  avenue. . 

Painter. 

George  Bowers,      ' 

37 

492  I  txington  street 

Pjipcrl.anger. 

James  LeDo3en,    ' 

2.T 

62  Woodyear  street. 

Cigaimak(r 

Philip  Eowen, 

28 

170  Pt  nus}  Ivania  ave 

Ci gat  maker. 

Lawrence  Pistol,     ' 

30 

Argyle  av.  and  Biddlc 

'  Cigarmakcr. 

James  Keliy, 

28 

157  Presstmtin  street 

Plasterer. 

L.  C.  Campbell,      " 

32 

127  Mosher  street.  . . 

Shoemaker. 

1 

FIRE  DEPARTMENT, 
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HOOK  AND  LADDER  COMPANY  No.  1. 

(Went  in  Service  February,  1859.) 

Truck  House  situated  on  Harrison  St.,  North  of  Baltimore  St. 

lias  in  charge  :  One  Truck ;  one  Reserve  Fire  Engine  ; 
one  Wood  Tender;  two  Fire  Extinguishers;  three 
Horses  and  Harness,  with  all  necessary  ladders  and 
equipments  for  service. 


NAMES. 

AGE 

RESIDENCE. 

occt:p.\tion. 

Ilenrj  W.  Mears,  Foreman. . 

31 

45  K  Gay  street. 

Undertaker."] 

JoLn  "W.  Blalve,  Tillerman  . . 

43 

112  E.  Fayette  street. 

Machinist. 

James  E.  Patterson,  Hostler 

33 

10  "Watson  street 

Driver. 

John  B.  Kecne,  Ladderman . 

40 

287N.  Eden  street... 

Carpenter. 

Michael  Nolan,           " 

49 

28  E.  Lombard  street. 

Driv(r. 

John  P.  Ward, 

31 

I  May  street 

Driver. 

Jas.  L.  Southcomb,    " 

30 

91  S.  Eden  street 

Wire-worker. 

Joseph  V.  Dougherty," 

30 

22  N.  Caroline  street. 

Steam- fitter. 

John  H.  Farr, 

31 

79  Harrison  street 

Driver. 

James  Disney, 

30 

280  N.  Gay  street. . , , 

Painter. 

Geo.  W.  Haskell, 

34 

Cor.  High  &  Low  sts. 

Ship  carpenter. 

Alex.  Chrismcr, 

33 

47  N.  Eden  street 

Engineer. 

Wm.  H.  Reilly, 

32 

Ensor,  near  Madison. 

Painter. 

t8 


ilEPOUT    OF   THE 


HOOK  AND  LADDER  COMPANY  No.  2. 

(Went  in  Service  April,  1859.) 

Truck  House  situated  on  Paca  St.,  North  of  Fayette  St. 

Has  in  charge:  One  Truck;  two  Fire  Extinguishers; 
two  Horses  and  Harness,  with  all  necessary  ladders 
and  equipments  for  service. 


F.  A.  MarstoD,  Foreman 

John  G.  Gill,  Tillerman 

Tlios.  Montgomery,  Hostler. 
Thomas  Wagner,  Ladderman 
E.  L.  Dorsey, 
W.  S.  Lilly, 

Wm.  R.  Lasborue,  " 
John  W.  Freidhoffer,  " 
J.  C.  Turner,  " 

Edward  W.Windle,  " 
Paul  Hoffman,  " 

Lewis  Pistel,  " 

Charles  Rolf, 


AGE  RESIDENCE.  OCCUPA.ION. 

i 
I 

40   117  Townsend  street.  Painter. 

i 
50  314  Saratoga  street...  Painter. 

40  33  N.  Paca  street....  Driver. 

! 

38   6  Diamond  street  ...  Blacksmith. 
43  j487  W.  Fayette  street  Paperhanger. 

34  j23l  Saratoga  street..  Carpenter. 

33  il08  N.  Scbroeder  st. .  Upholster. 

30  |93  Hamburg  street. .  .Carpenter. 

I  i 

35  10  Tessier  street Bricklayer. 

34  '80  Amity  street 1  Blacksmith. 

37   355  Biddle  street 'Candy maker. 

25  139  Penn  street Diemaker. 

I  i 

25  j30  Marion  street Boxmaker. 
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HOOK  AND  LADDER  COMPANY  No.  3. 

(Went  in  Service  January,  1871.) 

Truck  House  situated  on  Ann  St,,  South  of  Pratt  St. 

Has  in  charge  :  One  Truck ;  two  Fire  Extinguisliers  ; 
one  Wood  Tender ;  three  Horses  and  Harness,  with 
all  necessary  ladders  and  equipments  for  service. 


NAMES. 


RESIDENCE. 


T.  W.  Humphreys,  Foreman 

John  McClellan,  Tillerman. . 

Wm.  E.  Vanrossen,  Hostler. 

N.  Warrasley,  Ladderman.. . 

R.  B.  Hendrix, 

Geo.  Boss, 

T.  H.  Taylor, 

A.  German, 

Louis  Roll, 

John  N.  Downs, 

G.  W.  Foxwell, 

S.  C.  Foster, 

M.  Ament, 


60  111  N.  Broadway... 
46  141  S.  Eden  street  . . 
31  1112  S.Ann  street... 

35  1 115 Lancaster  street. 

I 
29  180  N.  Ann  street. . . . 


37  '40  Castle  street 

1 
37  'Jefferson  and  Chester 

29  !ll3  Fairmount  ave... 

I 
39  291  S.Wolfe  street... 

31  i410  Orleans  street... 

33  jl78  S.Ann  street.... 
28  '79  Cambridge  street.. 

34  1718.  Wolfe  street... 


OCCUPATION. 

Inspector. 

Sailmaker. 

Driver. 

Mariner. 

Mariner. 

Cooper. 

Carpenter. 

Painter. 

Caulker. 

Painter. 

Ship-carpenter. 

Carpenter. 

Blacksmith. 


SUPERINTENDENT 

POLICE  AND  FIRE  ALARM  TELEGRAPH. 


LIST  OF  OFFICERS. 


Superintendent  : 

CHARLES  J.  McAleese. 

Operators  : 

Harry  P.  Lucas,  Frank  L.  McAleese, 

Alex  Crummer,  Frank  J.  Corner. 

Lineman  : 
Robert  Kain. 

Assistant  Lineman  and  Batteryman  : 
TiirMAS  F.  Byrne. 


K.iEiPOK.a? 


Baltimore,  January  12,  1880. 
To  the  HonoraUe  Board  of  Fire  Commissioners : 
Gentlemen  : 

The  following  report  of  the  condition  and  operations 
of  the  Police  and  Fire  Alarm  Telegraph  for  the  year 
ending  December  31st,  1879,  is  respectfully  submitted. 

I  am  pleased  to  state  that  during  that  time  we  have 
had  very  little  trouble. 

The  operators  and  linemen  seemed  fully  to  appreci- 
ate the  important  duties  devolving  upon  them,  and 
have  performed  their  part  so  well  that  there  has  not 
been  the  slightest  cause  of  complaint. 

Our  wires  and  poles  have  been  thoroughly  examined 
within  the  past  thirty  (30)  days  by  lineman  Kain,  who 
reports  them  in  very  fair  condition  throughout  the 
city,  with  the  exception  of  the  following  streets  and 
alleys  where  telephone  and  other  wires  are  on  our 
poles : 

Fremont  street,  Franklin  street,  Pennsylvania  ave- 
nue, Charles  street,  Johnson  street,  Fort  avenue.  Park 
street,  Marion  alley  and  Plover  alley. 
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All  the  fire  alarm  boxes  have  also  been  tested  and 
found  in  excellent  order. 

In  looking  over  our  lines  the  city  telegraph  property 
does  not  compare  in  appearance  with  that  of  the  Wes- 
tern Union  and  other  telegraph  companies.  They  have 
their  cross-arms,  poles,  &c.,  painted,  and  they  present  a 
much  better  appearance  than  those  of  the  Police  and 
Fire  Alarm  Telegraph. 

I  would,  therefore,  suggest  the  propriety  of  asking 
from  the  Mayor  and  City  Council  an  appropriation  suf- 
ficient to  paint  the  poles,  cross-arms  and  fire  boxes 
owned  by  the  city.  Telegraph  poles,  at  best,  are 
unsightly,  and  the  property  of  the  city  should  be  kept 
in  as  presentable  condition  at  least  as  that  of  private 
corporations. 

The  only  extra  repairs  required  to  be  made  during 
the  year  was  caused  by  the  tornado  that  swept  over  a 
portion  of  our  city  on  Saturday,  June  29th,  1879.  Con- 
siderable damage  was  done  to  private  property,  and 
the  falling  walls  and  roofs  did  great  damage  to  our 
lines  within  the  boundary  of  Light  street  and  Marsh 
Market  Space,  and  Frederick  street  and  the  wharf. 

Although  it  was  late  on  Saturday  afternoon,  lineman 
Kain  and  assistant  lineman  Byrne,  with  two  assistants, 
were  promptly  on  the  ground,  and  by  Monday  morn- 
ing everything  was  in  good  working  order. 

There  were  nine  (9)  circuits  broken  at  one  time  and 
in  a  number  of  places,  and  they  deserve  much  credit 
for  the  prompt,  efficient  and  economical  manner  in 
which  the  work  was  done. 

The  only  changes  made  in  the  department  during 
the  year  were  the  extension  of  the  Independent  circuit 
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to  the  residence  of  assistant  lineman  Byrne,  and  the 
transferring  of  the  Marine  Hospital  wire  from  the  old 
to  the  new  poles,  from  the  corner  of  Charles  and  Ger- 
man streets,  along  Lee  street  to  Light  street,  and  thence 
to  Montgomery  street. 

The  old  poles  were  afterwards  cut  down.  During 
the  year,  through  instructions  from  the  committe3  on 
telegraph,  telephones  were  placed  in  all  of  the  engine 
houses,  truck  houses,  residence  of  Chief  Engineer  and 
his  assistants,  for  trial.  After  a  test  of  several  months,  I 
reported  to  the  committee  their  successful  operation, 
which  report  was  accepted  by  the  Board,  and  they 
were  adopted  as  part  of  the  system.  They  have  been 
invaluable  to  this  department  in  reporting  trouble  on 
the  lines  in  the  neighborhood  of  engine  houses,  and 
also  the  non-working  of  the  large  gongs,  thereby 
saving  very  valuable  time.  Telephones  have  also  been 
introduced  in  the  Police  and  Health  Departments,  and 
as  in  case  of  those  in  fire  service,  have  proved  of  the 
greatest  advantage. 

Since  the  construction  of  the  new  lines,  two  new 
alarm  boxes  have  been  added,  making  a  total  of  one 
hundred  and  fifty-two. 

Box  41 G  was  placed  on  the  S.  E.  Corner  of  German 
and  Greene  streets,  and  box  245  in  the  Maryland  Peni- 
tentiary. Box  421,  formerly  in  the  Western  Police 
Station,  Greene  street,  was  transferred  to  the  X.  E.  Cor- 
ner of  Pine  and  Josephine  streets. 

The  city  has  now  in  this  department  about  one  hun- 
dred and  eighty  (180)  miles  of  wire,  divided  into 
twenty-five   circuits,   twenty    for    boxes,  four   engine 
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house  alarms  and  one  independent  or  telephone  and 
call  signal  circuit. 

Xo.  1  alarm  has  five  large  and  three  second  size 
gongs.  Xo.  2  alarm,  four  large,  three  second  size,  and 
two  single  stroke  gongs.  No.  3  alarm,  two  large,  three 
second  size,  and  two  single  stroke  gongs.  Xo.  4  alarm, 
four  large,  one  second  size,  and  two  single  stroke  gongs. 

Our  office  machinery  consists  of  one  three-dial  re- 
peater, two  automatic  repeaters,  one  SAvitch  board,  four 
wrenches  for  switch  board,  thirty  small  galvonometers 
in  use  on  all  circuits,  one  single-dial  repeater  for  strik- 
ing large  bells,  twenty-six  gongs,  one  on  each  circuit, 
twenty-five  relay  magnets,  twenty-eight  keys  all  in 
use^  one  main  circuit  register,  four  local  registers,  four 
Morse  magnets  in  use,  two  dial  instruments  not  in  use, 
six  keys  for  winding  repeaters,  twenty-six  switches  in 
use,  three  lightning  arresters,  seven  old  dial  instru- 
ments, one  old  five-circuit  switch  board,  three  old 
police  magnets,  one  old  six-circuit  lightning  arrester, 
one  single-circuit  lightning  arrester,  five  old  local 
gongs,  one  old  five-circuit  register,  one  old  Water  Board 
magnet,  eight  old  relay  magnets,  three  old  eight-inch 
gongs  and  magnets,  one  three-inch  gong,  one  old  local 
and  gong  attached,  four  old  engine  house  magnets,  five 
old  single  switches,  and  eight  old  fire  alarm  keys,  one 
old  iron  bracket,  one  iron  umbrella  holder,  one  old 
slate,  one  letter  press,  three  old  dial  weights,  one  pair 
small  plyers  and  two  screw  drivers,  three  independent 
circuit  gongs. 

In  the  Lineman's  Department  are  the  following:  (iUO 
lbs.  of  old  wire,  300  glass  insulators,  different  kinds,  40 
four-wire  cross-arms,  45  two-wire  cross-arms,  33  T-arms, 
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3  two-wire  trestles  for  liouse-tops,  100  long  pins,  150 
pins,  different  sizes,  fifty  brackets,  one  building  reel, 
two  digging  irons,  three  seven-foot  shovels,  five  five- 
foot  shovels,  two  pike-poles,  one  cant-hook,  one  grind- 
stone, one  block  and  fall,  with  one  hundred  feet 
one-half  inch  rope,  one  hundred  feet  of  small  rope,  one 
torch  with  pole,  one  pair  of  trimming  shears,  one  hun- 
dred pounds  of  spikes,  one  hundred  and  fifty  pounds  of 
bolts  for  cross-arms,  twenty-five  rubber  hook  insulators, 
one  soldering  pot,  one  tool  bag,  one  pair  climbers,  two 
straps  and  vises,  one  single  vise,  one  racket  brace, 
eight  bits,  different  sizes,  six  gimlets,  two  pair  plyers, 
one  monkey-wrench,  one  iron  drill,  nine  old  drawing- 
knives,  two  axes,  two  hand  axes,  one  hatchet,  two  small 
hand-saws,  two  soldering  irons,  one  large  screw-driver, 
two  gallons  of  Linseed  oil,  two  paint  brushes,  besides  a 
number  of  screws,  charcoal,  old  office  wire,  solder,  cor- 
ner irons,  rubber  tubing,  etc. 

In  the  Battery  Department  there  are  at  present  19 
bbls.  of  blue  stone,  15£0  new  coppers,  20  new  zincs, 
1041  cells  of  Calland  battery,  G4  cells  of  enduring  bat- 
tery, 1  hatchet,  4  pieces  sponge,  2  new  zincs  of  Xo.  2 
Battery,  3G  new  zincs,  of  Xo.  3  Battery,  8  coppers,  9 
zincs  Chester  Battery,  36  coppers,  25  old  zincs,  DanieBs 
Battery,  40  lbs.  old  brass  screws,  25  lbs.  old  zincs,  Xo. 
2  Battery,  600  iron  covering  plates  for  batteries,  3  old 
open  circuit  keys,  2  paper  reels,  10  old  magnets,  2  old 
police  magnets,  100  old  DanieBs  porous  cups,  100 
DanieBs  glass  jars,  70  glass  tubes  for  Xo.  2  Battery,  15 
glass  jars,  20  zincs,  DanieBs  Battery,  3  old  coppers,  1 
copper  scoop,  1  copper  watering  pot. 
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Tlie  following  material  lias  been  used  for  repairs, 
guying  and  other  purposes :  6125  feet  of  old  wire,  74 
insulators^  4  old  poles,  10  brackets,  21  rubber  hooks,  27 
two- wire  cross-arms,  5  T-arms,  1  corner  iron,  G  two-wire 
trestles,  1  sixteen-foot  fixture,  15  pins. 

One  hundred  and  fifty-two  alarms  of  fire  passed 
through  this  department  during  the  year  1879. 

The  operators  in  this  department  are — 

H.  P.  Lucas, 

Alex.  Crummer, 

F.  J.  Connor, 

F.  L.  McAleese, 

Lineman,  Eob't  T.  Kain. 

Assistant  Lineman  and  Batteryman  T.  F.  Byrne. 

In  several  of  the  large  cities,  fires  have  occurred 
within  the  past  year  in  hotels,  theatres  and  other  pub- 
lic buildings,  in  one  or  more  instances  causing  loss  of 
life. 

There  should  be  some  provision  made  for  the  better 
protection  of  life  in  places  of  this  kind,  and  no  better 
plan  could  be  adopted  than  the  placing  of  a  fire  alarm 
box  in  each  of  them.  The  Fire  Department  would 
then  know  the  exact  location  of  the  fire,  and  would  lote 
no  time  getting  to  the  spot ;  but  as  it  is  now,  thealarm 
must  be  turned  in  from  one  of  the  nearest  street 
boxes,  which,  in  most  cases,  are  a  block  or  two  away 
from  such  building,  and  likely  to  carry  the  engines 
out  of  the  way,  thereby  causing  the  loss  of  several 
minutes  of  valuable  time  in  which  many  lives  might 
be  lost. 
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The  Board  of  Directors  of  tlie  Maryland  Penitentiary 
appreciating  tlie  danger  of  fire  intliat  Institution,  liave 
had  box  245  placed  in  their  office,  for  the  better  protec- 
tion of  the  lives  of  the  inmates  and  the  property  under 
their  charge. 

In  conclusion,  I  must  return  my  thanks  to  the  opera- 
tors and  linemen,  to  the  members  of  the  Police  and 
Fire  Department,  and  others,  to  whom  I  am  indebted 
for  assisting  in  the  proper  working  of  the  department. 

Yours  respectfully. 

Chas.  J.  McAleese, 

Svpt.  of  Police  011(1  Fire  AJorm  Telegraph. 
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